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26 July 1967 

MEMORANDUM FOR: Assistant Deputy Director for Intelligence 
SUBJECT: Proposed OCR Referral System 

This Office has no objection to the OCR Referral System 
as outlined by the Acting Director of Central Reference in bis 
memorandum of 1 1 July and believes it can serve as a basis 
for initiating action. 

JAMES A. BRAMMELL 
Director of Basic Intelligence 
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